Honeywell DPS 8 Series 
EQUIPMENT PRICES 


PUNCHED CARD EQUIPMENT (Continued) 


PCUO120 
PCU0300 
CCU0401 
CRFOOO3 
CRFOOOS 
CCKO401 
URAOO50 
URAO0052 


Card Punch (100-400 cpm) 

Card Punch (300 cpm); not available on 66/85 
Card Reader /Punch (100-400 cpm) 

51-Column Read Feature (80-col.) for CRU1050 
Mark Sense Option for CRU1050 

Retrofit Kit; upgrades PCUO121 to PCU0401 
Addressing capability for PCU0121 and PCU0401 
Addressing capability for CRU1050 


DOCUMENT HANDLER SUBSYSTEMS 


DHPO 700 
DHPO701 


DHUO0803 
DHU08 14 
DHU1604 
DHU1608 
DHU1612 
DHU1616 


DHA6002 
DHF6001 

DHF6003 
DHF6004 


Document handler processor for DHUO800/DHU1600 Series; includes OEM 

Document handler processor for DHUO0803/0814 and DHU1600 Series; 
includes |OM channel 

Document reader/sorter; 3 pockets; 830 dpm 

Document reader/sorter; 14 pockets; 830 dpm 

Document reader/sorter; 4 pockets; 1625 dpm 

Document reader/sorter; 8 pockets; 1625 dom 

Document reader/sorter; 12 pockets; 1625 dpm 

Document reader/sorter,; 16 pockets; 1625 dpm 


Addressing for second DHU0803 or DHU0814 document reader/sorter 
Document handler channel for DHU1600 document reader/sorter 
Document handler channe! for DHUQ800 

Document handler control console channel and adapter 


DATANET 6661 FRONT-END NETWORK PROCESSOR 


DCU6661 


Processor; includes 64K bytes of memory, system support controller, direct 
interface adapter; up to 12 channel interface bases 


OPTIONS FOR DATANET 6661 PROCESSOR 


DCF6609 
DCF6611 
DCF6612 
DCF6613 
DCF6614 
DCF6618 
DCF6619 
DCF6620 
DCF6621 


DCF6624 
DCF6625 
DCF6627 
DCF69 27 


DCF6607 
DCF6610 
DCF6615 
DCF6616 
DCF6617 
DCF6622 
DCF6623 


Channel Interface Base; accommodates all channel types except HDLC 
Dual Synchronous Channel Package, EIA-RS-232-C 

Dual Asynchronous Channel Package, EIA-RS-232-C 

Automatic Call Unit, Dual Channel 

MIL STD 188C Synchronous Channel 

Dual Binary Synchronous Channel Package 

Broadband Channel 

HDLC Voice-Grade Channel 

Bisynchronous Broadband Channel 


Direct Connect Capability, asynchronous 

Direct Connect Capability, synchronous 

Broadband Channel, CCITT V.35 to 50,000 bps 

Universal Modem Bypass, Synchronous to Asynchronous; to 20.8K bps 


Channel Interface Base 

20mA Current Loop-Dual Channel Package 
MIL-STD 188C Asynchronous Dual Channel! 
MIL-STD 188C Broadband Channel 
MIL-STD 188C HDLC Channel 

HDLC Broadband Channel 

HDLC Channel, CCITT-V.35 


DATANET 8 FRONT-END NETWORK PROCESSOR 


DCU8010 


Processor; includes 256K bytes of memory, system support controller, 256K 
bytes diskette drive, up to 16 channel interface bases 


OPTIONS FOR DATANET 8 PROCESSOR 


DCM8004 
DCE8003 
DCE8002 
DCE8004 


DCE8005 
DCE8006 
DCF8007 
DCF8008 
DCF8006 


DCF8011 
DCF8012 
DCF8020 
DCF8022 
DCF8023 


DCF8024 
DCF8026 


Additional 256K bytes of memory 

Processor Power Module Enhancement 

Communications Line Expansion from 16 to 64 lines 

Communications Line Expansion from 64 to 128 lines; requires DCE8002/ 
8003 

Additional 256K diskette unit 

DPS 8 Host Connection; maximum of two 

Channel Interface Base; maximum of 16 

30 cps console for DCU8010 

120 cps console for DCU8010 


Dual Synchronous Channel; EIA RS-232-C; to 9600 bps 
Dual Asynchronous Channel; EIA RS-232-C; to 960 bps 
HDLC EIA RS-232-C Channel; to 9600 bps 

HDLC Wideband Channel; to 56K bps 

HDLC Wideband Channel; CCITT V.35; to 56K bps 


Direct Connect Capability, asynchronous or synchronous; to 9600 bps 
Universal Modem By-Pass, asynchronous or synchronous; to 20.8K bps 


*tncludes equipment maintenance. 
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Purchase Monthly 
Price Maint. 


19,078 
38,613 
28,185 
. 2,079 
7,416 
9,107 
4,253. 
7,569 


116,000 
58,600 


31,000 
48,920 
51,060 
66,240 
81,420 
96,600 


8,900 
4,800 
4,800 
6,160 


48,005 


1,501 
1,450 

590 
1,180 
1,501 
1,450 
3,056 
2,573 
3,056 


350 
480 
3,430 
415 


1,651 


1,180 
1,501 
1,501 
2,573 
3,056 
3,430 


29,000 


7,000 
20,200 
3,000 
5,000 


1,785 
8,000 
2,500 
2,520 
2,888 


1,500 
1,000 
1,500 
3,000 
3,000 


350 
415 


261 
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Computers 
3-Year 5-Year 
Lease* Lease* 

635 589 
1,415 1,309 
845 819 
62 55 
—_ 171 

. 210 214 
129 114 
255 238 
3,088 2,857 
1,553 1,476 
899 873 
1,983 1,788 
1,564 1,431 
1,957 1,785 
2,342 2,147 
2,736 2,503 
236 225 
131 120 
131 120 
180 166 
1,724 1,545 
47 45 
45 42 
20 19 
34 33 
47 45 
45 42 
91 86 
77 74 
91 86 
10 9 
14 13 
100 94 
28 22 
55 50 
34 33 
47 45 
47 45 
77 74 
91 . 86 
100 94 
946 846 
266 242 
675 605 
89 79 
141 124 
68 62 
289 261 
84 75 
124 116 
173 163° 
50 45 
33 30 
50 - 45 
100 90 
100 90 
10 


70C-480-11v 
Computers 


SVC8005 
SVD8001 

SVS8002 
SVP8003 

SVP8004 
SVS8003 
SVS8004 
SVL8000 

SVL8001 

SVR8001 

SVL8002 

SVR8002 
SVP8005 

SVL8003 

SVU8002 
SVC8006 
SVL8004 

SVL8005 

SVL8006 

SVE8020 
SVS8005 
SVE8019 
SVR8000 
SVE8008 
SVE8009 
SVE8010 
SVL8007 

SVE8011 

SVE8012 
SVE8013 
SVR8003 
SVE8014 
SVE8015 
SVE8016 
SVE8017 
SVD8004 
SVE8018 
SVD8002 
SVL8008 

SVP8006 
SVP8007 
SVS8006 
SVS8007 
SVD8005 
SVV8000 
SVV8001 

SVD8003 
SVS8008 
SVS8009 
SVU8003 
SVS8000 
SVP8000 
SVU8000 
SVP8001 

SVP8002 
SVC8004 
SVC8000 
SVvC8001 

SVC8002 
SVC8003 
SVE8000 
SVE8001 

SVE8002 
SVU8001 
SVJ8000 
SVE8003 
SVE8004 
SVE8006 
SVE8007 
SVE8005 
SVD8000 
SVS8001 


*Licensed for use without separate charge to a user who has acquired his central system from Honeywell. 


Honeywell DPS 8 Series 
SOFTWARE PRICES 


ITP Gateway Option 

DM-IV FORTRAN Subschema Translator Option 
DM.-IV TP Facility 

DM-IV QRP Option 

DM-IV PLP Option 

DM-IV TP Comprehensive Facility 
DM-IV ITP Comprehensive Facility 
COBOL-74 Compiler & Runtime Facility 
FORTRAN Compiler & Runtime Facility 
FORTRAN Runtime Facility 

PL/1 Compiler & Runtime Facility 

PL/1 Runtime Facility 

Debug Support System 

RPG-Il Facility 

Sort/Merge Facility 

Host File Transceiver Facility for L6 
Host Resident Program Development Facility for L6 
Host Resident Advanced FORTRAN Facility for L6 
Host Resident COBOL Facility for L6 
Multicopy Timesharing Option 

TSS Facility 

TSS Administration Option 

COBOL-74 Runtime Facility 

TSS File Management Option 

TSS Advanced Application Support Option 
TSS Media Input Option 

TSS BASIC Language Option 

TSS COBOL-74 Option 

TSS FORTRAN Option 

TSS Text Processing Option (TEX) 

TSS Text Processing (TEX) Library Option 
TSS Editing Option (EDIT) 

TSS Document Formatting Option 

TSS Electronic Mail Option 

TSS Sort Interface Option 

TSS Data BASIC 

TSS DM-IV Option 

1-D-D/I Facility 

COBOL-88 Compiler & Runtime 
MDOS/1I Facility 

MDOS/IV Facility 

TDS Facility 

TPE Facility 

|-D-S/1 Data Query Option 

Coexistence !DS/ll Facility 

Coexistent IDS/!I DB Converter 
Indexed Sequential Processing Facility 
DM-IV ITP System Management Facility 
DM-IV TP System Management Facility 
DM-IV TP Forms Option 

GCOS 8 Operating System EXEC 
System Maintenance Facility 

Systems Utilities Facility 

Software Management Facility 

System Performance Analysis Facility 
Extended FNP Support Facility 

GRTS-li Facility 

GRTS-!I HDLC Support Option 

NPS Facility 

NPS HDLC Support Option 

FMS Catalog Cache Facility 

FMS Test Access Mode Facility 
Password Encryption Facility 

File Generation Facility 

Parametric JCL 

Session Control Facility 

Integrity Control Facility 

Shared Buffer Management Facility 
Native Mode Execution Utilities 
Integrity Control! After Journal Option 
DM-IV Standard Facility 

Integrated Transaction Processing 


Monthly Optional 


License 
Fee 


a 
au 
Nw 
NN 


**Charge varies relative to Hardware Central System Power (see Hardware Price Catalog for Charges). 


© 1981 DATAPRO RESEARCH CORPORATION, DELRAN, NJ 08075 USA 


REPRODUCTION PROHIBITED 


Support 


Service 


APRIL 1981 


License 
Fee 
3B GCOS/GCOS 8 SYSTEMS (Continued) aid 

SVR8003 TSS Text Processing (TEX) Library Option 36 
SVE8014 TSS Editing Option (EDIT) 101 
SVE8015 TSS Document Formatting Option 51 
SVE8016 TSS Electronic Mail Option 167 
SVE8017 TSS Sort Interface Option 70 
SVD8004 TSS Data Basic 139 
SVE8018 TSS DM-IV Option 91 
SVD8002 |-D-D/I Facility 1,041 
SVL8008 Cobol-68 Compiler & Runtime 306 
SVP8006 MDQS/II Facility 612 
SVP8007 MDOQS/\V Facility 1,058 
SVS8006 TDS Facility 1,601 
SVS8007 TPE Facility 561 
SVD8005 |-D-S/I Data Query Option 167 
SVV8000 Coexistence IDS/II Facility NC* 
SVV8001 Coexistent IDS/Il DB Converter NC* 
SVD8003 Indexed Sequential Processing Facility 28 
SVS8008 DM-IV ITP System Management Facility 1,172 
SVS8009 DM-iV TP System Management Facility 1,172 
SVU8C03 DM-IV TP Forms Option 220 
SVS8000 GCOS 8 Operating System EXEC NC* 
SVP8000 System Maintenance Facility 87 
SVU8000 Systems Utilities Facility 52 
SVP8001 Software Management Facility 79 
SVP8002 System Performance Analysis Facility 281 
SVC8004 Extended FNP Support Facility 139 
SVC8000 GRTS-Il Facility 273 
SVvC8so01 GRTS-I! HDLC Support Option 129 
SVC8002 NPS Facility 974 
SVC8003 NPS HDLC Support Option 129 
SVE8000 FMS Catalog Cache Facility 69 
SVE8001 FMS Test Access Mode Facility 70 
SVE8002 Password Encryption Facility 58 
SVU8001 File Generation Facility 49 
SVJ8000 Parametric JCL 36 
SVE8003 Session Control Facility 306 
SVE8004 Integrity Control Facility 352 
SVE8006 Shared Buffer Management Facility 352 
SVE8007 Native Mode Execution Utilities 176 
SVE8005 Integrity Control After Journal Option 176 
SVD8000 DM-IV Standard Facility 1,157 
$VS8001 Integrated Transaction Processing 1,427 
CP-6 SYSTEMS 
SFS6120 Control Program-6 (CP-6) Basic System — 
SFS6121 Time-sharing. Remote Batch & Multi-Stream Batch Access Modes 1,000 
SFS6122 Transaction Processing Mode 475 
SFC6120 Local Front-End Communication Software 90 
SFC6121 Remote Communications; required with DCS6700 100 
SFD6120 Interactive Database Processor (IDP) 360 
SFD6121 !-D-S/Il integrated Data Store/!! 850 
SFL6120 ANS Fortran 300 
SFL6121 APL 325 
SFL6122 Basic 300 
SFL6123 RPG-II 100 
SFL6124 Cobol 212 
SFP6120 Assembler 50 
SFP6121 Text 290 
SFU6120 Sort Merge 100 
SFU6121 Forms Processor 150 
SFX6001 Math Library = 
SFU6011 System Aids Ss 
SFL6125 PL/6 195 


APRIL 1982 


Honeywell DPS 8 Series 


SOFTWARE PRICES 


Monthly Optional 


*Licensed for use without separate charge to a user who has acquired his central system from Honeywell. 
**Charge varies relative to Hardware Central System Power (see Hardware Price Catalog for Charges). 
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Computers 


